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Message Text 


UNCLASSIFIED 

PAGE 01 SANTO 04187 2621 18Z 

67 

ACTION ARA-10 

INFO OCT-01 EB-07 ISO-OO /018W 

011939 

P R 262046Z SEP 75 
FM AMEMBASSY SANTO DOMINGO 
TO USDOC WASHDC PRIORITY 
INFO SECSTATE WASHDC 4867 

UNCLAS SANTO DOMINGO 4187 

E.O. 11652: N/A 
TAGS: BEXP, BMEP, DR 

SUBJ: MAJOR PROJECTS: DOMINICAN ELECTRIC CORPORATION’S 
(CDE) PURCHASING PLANS 

REF: TELECON WITH SEVEN HALL; SD-2068 

1. JULIO SAURI, ADMINISTRATOR OF THE DOMINICAN ELECTRIC 
CORPORATION (CDE), AND FEDERICO A PELLERANO. PUBLIC 
ACCOUNTANT AND CONSULTANT ASSISTING CDE, TRAVELING TO 
WASHINGTON SUNDAY, SEPT 28, 1975 TO FINALIZE EXIM BANK 
GUARANTEE AND LOAN OF DOLS 47 (FORTY-SEVEN) MILLION. PRELIMINARY 
COMMITMENT EXPIRES SEPT 30, 1975. SAURI AND PELLERANO 

ARE LEAVING SANTO DOMINGO VIA DOMINICAN NO 902 AND ARRIVING 
NY 1 : 30 PM THEN LEAVING NY VIA EASTERN ARRIVING DULLES 
AIRPORT AT 5:46 PM. BOTH WILL BE STAYING AT DUPONT PLAZA 
HOTEL DURING 3-4 DAY VISIT. 

2. HERB HUNT, LOCAL GE REPRESENTATIVE, MAY BE MEETING SAURI 
AND PELLERANO IN NY AND OFFER TO TAKE THEM TO WASHINGTON 
IN GE PRIVATE PLANE. 

3. REQUEST USDOC COORDINATE WITH GE AND MEET SAURI 

UPON ARRIVAL IN WASHINGTON TO DEMONSTRATE OFFICIAL USDOC 
INTEREST IN THIS MAJOR PROJECT. 

HURWITCH 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 26 SEP 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975SANTO04187 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750335-0160 
From: SANTO DOMINGO 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 975091 3/aaaaalja. tel 

Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION ARA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: RowellEO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 1 JUN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <1 1 JUN 2003 by MaustMC>; APPROVED <1 3 FEB 2004 by RowellE0> 

Review Markings: 

Margaret P. Grafeld 
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US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: MAJOR PROJECTS: DOMINICAN ELECTRIC CORPORATION'S (CDE) PURCHASING PLANS 
TAGS: BEXP, DR 
To: COM 
Type: TE 
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